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DETAILED DESCRIPTION 


2. When the plug of a test cord is Inserted in the ,v make busy 4 a ck” of 
the sender circuit associated with the permanent signal, the associated dis- 
trict selector circuit selects one of these holding lines, causing the L 
relay to operate* The L relay operates in a circuit from baitery through its 
-Inding, break contact of the CC relay, ever the ringside of the line, through 
the district to the sender circuit, back over the tip side of the line to 
ground on the break centre t of the CO relay. The sender is thus satisfied 
aid advances trie district, to tiie ’’awaiting operator’s answer" position* The 
jperating circuit for the L relay is now closed through the uisferi^p^j^vtsc* 
relay. The district polarized relay operates and advances the district to 
its ’’talking to operate**-’ position. The L relay is npw connected through to 
the subscriber’s line. The L relay operated; (a) Closes a circuit from ground 
through tie lamp, its make contact, break contact, of the n3 relay, to battery 
through the contacts of the slow interrupter, causing the lamp to flash. I?) 
Closes a circuit from ground through the break contact of the relay, makf- 
contact of the 1 relay, to battery in the auxiliary signal 

a hircth V-frOm 'giqmi on the armature and break contact of trjv -» ' 

contact pt the l rej.ay, to the sJeeta terminal in t ie ^strict e*. offi se e " c 
H hois the line relay in the district operated preventing the di^tnot from 
adducing put pt the ^talking to ppereter" position and holds the- > r i „ . »y 

to c ■’hunting selectors »• - 
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. , ;‘ aen cf the bowler cord is inserted in the answering i&ck 

tae CO relay operates from Dattery on the sleeve cf the- cord. The CO relay* 
opera tea; v a) Connects the tip and ring of the core circuit through to the 
suoscrioer’s line, Id) Closes a circuit from ground through its make, contact 
t0 -old. the L relay operated, C c ) Closes a circuit from 'ground through its 
make^contact to oattery through the winding of the XB relay, which operates. 
r;ie uS relay operated; (a) Disconnects interrupted battery from the lamp' and 
connects "battery through its make- contact and the make contact of the L relay 
to tne lamp, causing it to cum steadily, lb) Disconnects ground from the 
auxiliary signal circuit (c) Connects ground to the sleeve of the district 
or office selector circuit and ( d ) locks to ground through its make contact 
under control of the disconnect -key. ^hen the receiver is replaced cn the 
switchhook at the subscriber’s station, and the plug is withdrawn, the X 
ana CO relays release. The L relay released, causes the lamp to flash rapidly 
from ground through the interrupter and the make contact of the ‘kb relay. The 
auxiliary circuit is also closed at this time* The operation of the dis- 
connect key, disconnects ground from the IS relay which releases. The »S 
relay released, extinguishes the lamp and disconnected ground from the S 
lead restoring the circuit to normal. 
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ROE -OPERATE 


RELEASE 


E1065 Test .051 amp* 

(ilB) Read j . *045 amp. 


Test *0057 amp. 
Readj. .006 amp. 


E1198 

(00) 


El 661 

(L) 


Test .026 amp. 
Readj. .024 amp. 

Test .013 amp. 
Readj. .012 amp. 



Test .0038 amp. 
Bea d j . .004 amp . 

Test .0019 amp. 
Readj. .002 amp. 
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